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Mint of the United States at Philadelphia, Pa., 
Coiner’s Department, 
December 25, 1885 


Hon. Danl. M. Fox 
Superintendent 


Sir 


In reference to the three bags of Dimes said to be short 15 pieces referred to in the letter 
of the Asst. Treasurer at Chicago, I have the honor to state that in preparing Dimes for delivery 
the custom is to first count $1000 pieces on a board used for the purpose and test them by 
weighing, and again weigh them when made up in $1000 Drafts, and when finally delivered to 
the cashier all weighed in his presence. 


The counters in the Dept. Mess. Fuller, Coun, Dorff & George are experiences and 
careful counters and I don’t think it possible that a mistake occurred here. 


Very Respectfully, 
Your Obt. Servant 
WS. Steel 

Coiner 


